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Message Text 

CONFIDENTIAL 

PAGE 01 BANGKO 14818 250433Z 
ACTION SY-05 

INFO OCT-01 ISO-OO OC-06 CCO-OO EA-10 /022 W 

109095 251107Z/23 

R 250407Z MAY 78 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASHDC 5030 
INFO AMCONSUL HONG KONG 
AMEMBASSY VIENTIANE 

CONFIDENTIAL BANGKOK 14818 

DEPT. FOR A/SY/DASS ST. MARS AND A/SY/FO 

HONG KONG FOR RSS, OIC/RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: SECURITY STAFFING AND ALARM SYSTEM - VIENTIANE 
REF: BANGKOK 8289, 9874, 13065 AND STATE 130820 

1 . INSTALLATION TEAM TSO BEAUSOIN AND CEO/R BOSTICK PLAN TO 
TRAVEL VIENTIANE JUNE 1 FOR INSTALLATION OF ALARM SYSTEM IF 
VISAS APPROVED BY THAT DATE. TEAM TO REMAIN APPROXIMATELY ONE 
WEEK FOLLOWING INSTALLATION FOR TRAINING OF SECURITY OFFICER 
FLOWERS IN OPERATION AND MAINTENANCE OF SYSTEM. 

2. SECURITY OFFICER KRIEGER WILL REMAIN APPROXIMATELY ONE WEEK 
FOLLOWING INSTALLATION UNTIL RELIABILITY OF SYSTEM ASSURED. 
THEREAFTER WILL BE AVAILABLE FOR ASSIGNMENT BANGKOK AS DISCUSSED 
BANGKOK REFTEL 13065. 

3. PLEASE ADVISE IF CONCURRENCE GRANTED REFERENCE KREIGER'S 
PROPOSED ASSIGNMENT BANGKOK. IF CONCURRENCE GIVEN PLEASE 
ADVISE LENGTH OF STAY BANGKOK. 

WHITEHOUSE 
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